NO. NOTES 


WIRE COLOR CODE AND SYMBOLS. MAY BE SOLID 
COLOR OR TRACERS IN WHITE WIRE. 


¥ YELLOW 


R RED 
6 GREEN 
BK BLACK 


ASSOCIATED CABLE, 


117776 ELECTRICAL SERVICE UNIT 
CABLE. CONNECTORS SHOWN FROM SLOT SIDE 


TO GROUND ELECTRICAL SERVICE UNIT TO 
TABLE FRAME, IMMEDIATELY PRIOR TO INSTALL~ 
ATION OF UNIT TO TABLE, REMOVE PAINT FIN- 
ISH FROM THE OUTSIDE (REAR) SURFACE OF 
THE TABLE AROUND ONE OF THE MOUNTING 
HOLES OVER A SUFFICIENT AREA TO INSURE 
GOOD METALLIC CONTACT ‘WEEN TABLE AND 
NUMBER 2646 WASHER SUPPLIED WITH SER- 
VICE UNIT. 


TO GROUNT 4 wiRE RECEPTACLE TOELECTRICAL 
SERVICE UNIT REMOVE PAINT FINISH AROUND 
10-32 TAPPED HOLE PROVIDED ON PLATFORM 
FOR APPOXIMATELY 7/16 1N DIAMETER 
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